Be SURE to put this sheet in your EECO digital circuit module Catalog Number T-113, U-93 or NR-13. 


NEW POWER SUPPLY PRICES 


Our System Division has improved the production line techniques on 
these supplies and we can now offer the same high quality products 


at a lower cost. 





MODEL NUMBER 

DESCRIPTION 


OLD PRICE 

NEW PRICE 

ZA-720 

Power Supply, DC, 
5 Amp 

12V 

$880.00 

$790.00 

ZA-721 

Power Supply, DC, 
1 Amp 

12V 

$160.00 

$140.00 

ZA-723 

Power Supply, 300 

mils 

$150.00 

$140.00 

ZA-724 

Power Supply, DC, 
3 Amp 

12V 

$300.00 

$216.00 

ZA-725A 

Power Supply, DC, 
1 Amp 

12V 

$160.00 

$140.00 

ZA-727 

Power Supply, DC, 
100 mils 

+12V, 

$110.00 

$100.00 


MORE GOOD NEWS: 

We can still sell the following power supply, with short circuit 
^ protection, at the same low price. 

MODEL NUMBER DESCRIPTION PRICE 

ZA-735 Power Supply, DC, 12V $160.00 

1 Amp 
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441 EAST CHESTNUT AVENUE • SANTA ANA, CALIFORNIA 


